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TOPIC 

What types of international certification does Apple equipment meet? 

DISCUSSION 

Depending on the particular piece of equipment and the country in which 
it is distributed, all Apple equipment meets the following codes and 
standards : 

- UL 544/478 

- CSA 

- VDE 871 

- FCC class B certification 

Some Macintosh hardware, and other Apple Equipment, is produced in more 
than one version to meet specific country requirements. For example, 
Macintosh II monitors are built specifically for Germany to meet the VDE 
0871 certification. Domestic Macintosh II monitors do NOT carry the VDE 
certification label. 

Apple equipment is also tested by the following European countries and/or 
organizations prior to distribution. 

SIMKO/Sweden 
DEMKO/Denmark 
NEMKO/Norway 
FEI/Finland 

Bureau of Viritas/Spain 
AIB-Vincotte /Belgium 



NOTE: Currently, Apple Computer does not test Apple equipment for hospital 
AAMI/ANSI compliance certifications. However, depending on an individual 
institution's certification requirements, Apple equipment may possibly be 
used in certain work areas. Before installing equipment, Apple customers 
need to check the hospitals certification requirements for the work area 
where the equipment is to be installed. 

Apple equipment distributed in Belgium must meet the NBN C 79-204/NBN C 
77-380 standards. 

Almost all Apple Equipment is labelled with its exact certifications. 
Copyright 1988, 1989, 1991, Apple Computer, Inc. 
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